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Directors, 

Several counties have encountered issues with damp ballots due to high humidity levels. This can cause the tabulator to jam. 

In the case of a malfunction, precinct officials must deploy the emergency bin and let voters know their ballots will count. 

Please remember to coordinate with your precinct officials to ensure the voting enclosure is kept cool and dry. Run the air 
conditioning and keep doors closed where possible. 

Sincerely, 

Katelyn 
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